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24 August 1981 


MEMORANDUM FOR: Deputy Chief, Benefits and Services Division 


FROM 
Fitness Coordinator 


SUBJECT : Demise of Mat Cleaning Machine and Replacement 
Thereof 


As ayeea in our telephone conversation this date, the Regina 
Floor Scrubber has expired. Estimates of the repair cost were from 
$58.00 to $70.00. I priced the identical model at Evans Discount 
Store. It sells for $54.97 plus tax. I recommend purchase of that 


model as we have accessories to fit. 
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